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Cbiefe, D/OC, D/%®, D/GL, D/GP 9 September 1957 

and Z&fQS3Batio& Control Section 

Admin. Asa’t, OCL/g/HR 


Blood Donor Drive, S6 September 1957 


ds* 26 th of September 1957 la Blood Donor Day. Hease stAnlt 
the saaes of tbe blood donors by C.O.B. 11 Septoaber 1957* 
following infoxantlon is desired: Barae of Donor, Building, Extension 
end Preference (A.M. end P.X.). 
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